September 18, 1942 


ADVERTISEMENTS for insertion in the following 
Friday’s issue are accepted up to First post on 
Monday, at Dorset House, Stamford Street, London, 


THE “CHARGE for advertisements in this section 
is 2/- per line (approx. 8 words) per insertion, 
minimum 2 lines rie or for display advertisements 
30/- per inch, with'a minimunrof one inch. Where 
the advertisement includes a Box Number there is 
on sone charge of 6d. for postage of replies. 

SITUA NS WANTED.—Three _ insertions 
under this lake can be obtained for the price of 
two if ordered and prepaid with the first insertion. 


Original testimonials should not be sent with applications for employment. 


‘SITUATIONS VACANT 


BOROUGH OF EALING 


Electricity Supply Department 


A PELICATIONS are invited for the post of Static 
Substation Attendant. Applicants should have had 
considerable experience in the operation of 22-kV and 
11-kV switchgear and instruments. 


The conditions of appointment will be in accordance 
with the D.J.B. No. 10 Area, and the present value of 
the wages is 2s. 34d. per hour for 48-hour shift. 

After a satisfactory probationary pet the appoint- 
ment will be subject to the provisions of the Local Govern- 
ment and Other Officers’ Superannuation Act, 1937, and 
the successful applicant will be required to pass a medical 
examination. 

Canvassing any member or officers of the Council, either 
directly or indirectly, will be deemed a disqualification. 

Sealed. and endorsed applications, stating age, qualifi- 
cations, whether married or single, full details of scholastic 
and technical education, training and experience, positions 
held, present position and salary, when free to commence 
duties, and accompanied by copies of recent testimonials, 
must be delivered 4 my Cane not later than Tuesday, 


tember 29th, 1 
RONALD BIRT, 
Borough Electrical Engineer and Manager. 
House, 


aling, W.5. 
“LOth September, 1942. 2496 
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REPLIES TO advertisements published under a 
Box Number if not to be delivered to any particular 
firm or individual should be accompanied by instruc- 
tions to this effect, addressed to the Manager of the 
ELECTRICAL REVIEW. Letters of applicants in 
such cases cannot be returned to them. The name 
of an advertiser using a Box Number will not be 
disclosed. All replies to Box Numbers should be 
addressed to the Box Number in the advertisement, 
c/o ELECTRICAL REVIEW, Dorset House, Stam- 
ford Street, London, S.E.1. Cheques and Postal 
Orders should be made payable to ELECTRICAL 
REVIEW LTD. and crossed. 


APPOINTMENTS FILLED 


Dissatisfaction having been so often expressed that un- 
successful applicants are left in ignorance of the fact that 
the position applied for has been filled, may we suggest 
that Advertisers notify us to that effect when they have_ 
arrived at a decision. We will then insert a notice free 
of charge under this heading. 


SITUATIONS WANTED 


ACCOUNTANT, considerable experience with electricity 
distribution contractors and government schemes, 
seeks change to similar post with Consulting Engineers or 
Surveyors. All ; of commercial administration, 
essential works order, uniformity agreement. Permanency 
8127, c/o — Review. 
Cantab), A.M.I.E.E. (30), B.T.H. apprenticeship, 
position engineer and technical 
assistant to supply company, service depts. contracts 
experience, seeks position requiring technical and com- 
mercial ability. Good prospects essential.—Box 8155, c/o 
The Electrical Review. 
HARTERED Electrical Engineer, age 33, with 17 years’ 
home and abroad experience in electric power supply 
and utilisation, desires immediate responsible position. 
Apply—Box Site c/o The Electrical Review. 
LECTRICAL Plumber, cable jointer, H.T. and L.T., 
14 years’ service North Met., requires situation of 
national importance, near London ‘preferred. —Box 8168, 
c/o The Electrical Review. 
XPERT in supervising, estimating, organizing, testing, 
over military age, seeks employment in London or 
Kingston district.—Box 8156, c/o The Electrical Review. 
IOREMAN rician, now unable to follow 
course of employment, requires office or stores 
position; able to control labour, used to all systems on 


EXPERIENCED Shorthand Typist for wholesale dis- 
tributors’ offices. West Central London area. State 
experience, age and salary required.—Box 2451, c/o The 
Electrical Review. 
LABORATORY Assistants (male or female) required for 
Electrical and Mechanieal Instrument development 
work of national importance. Applicants should be below 
or above military age or not liable for military service. 
Technical school students without previous experience 
may apply. Please furnish details of education, experience 
and salary required to—R. ag Meters Co. 
Ltd,, Abbey Road, Park Royal, London, N.W.10. 2484 
required for motor, etc., rewinding works, 
South London area. Strict disciplinarian. Good 
pay and prospects for right man.—Box 2502, c/o The 
Electrical Review. 
QUALIFIED Engineer required as manager of electrical 
department in N.W. London. Must have large con- 
tracting experience, proved organising ‘capabilities and 
experience in Air Ministry and Local Council contracts. 
Permanent post-war position with excellent prospects.— 
Box 8172, c/o The Electrical Review. 
GENIOR Clerk as assistant to managing ae gg of small 
electrical manufacturing company. Must be experi- 
enced in supervising books and office staff, and able to 
assist in general management of the business. Good 
prospects for loyal man. Write, stating age, experience 
and salary required—Box 2492, c/o The Electrical Review. 
WV HOLESALE Trade Counter Salesman required, must 
have competent knowledge of electrical accessories 
and the like. Apply in writing, stating age and experience 
to—Staff Manager, Sun Electrical Co., Ltd., 118/20, 
Charing Cross Rd., W.C. 2498 


» public buildings, factories, over military age, 
34 years in trade.—R., 24, Beechcroft Avenue, —— 
Lane, Harrow, Middlesex. 8126 
= x. seeks position of responsibility in central or 
. London. 9 years’ auto. telephone and sound 
pes ‘installation, 3 years’ correspondence and elec. 
clerical work, 8 years’ elec. totalisator installation and 
maintenance.—C.C.S., 40, Chatham Road, Kin: -on- 
ames, Surrey. 8143 
MAAGING Electrical Engineer desires situation con- 
trolling factory plant, with modern factory and 
24-hour production methods. Extensive experience super- 
vising and _laying out electrical installations.—Box 8164, 
c/o The Electrical Review. 
RETIRED Mains Man seeks position, mains, motors or 
substations, Midlands or North-West area.—Box 
8166, c/o The Electrical Review. 


FOR SALE + 
ELECTRIC MOTORS & DYNAMOS 


of the largest stocks of New and Second- 
Secondhand machines are 


overhauled. ag and tests can be made 
For Sale or Hire. Send your enquiries to :— 
BRITANNIA MANUFACTURING CO., LTD., 
22-23 BRITANNIA STREET, 
CITY ROAD, LONDON, N.1. 
Telephone: 5512-3 Clerkenwell. 
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COUNTY BOROUGH OF SWANSEA ELECTRICITY 
DEPARTMENT 


Electric Motors and Control Gear for Sale. 


ENDERS are hereby invited for the purchase, loading 
and removal from site of _ re totally enclosed 
—— motors and control g 
5 two-spe E. totally Cc. 
induction motors. Continuous rating 360/142 h.p. 
at 590/420 r.p.m.; ball and roller bearings. Suitable 
“star-delta starting on low speed and “ direct- 
** change-over to high spe 
BT. H. totally enclosed s.c. induction motors, con- 
tinuous rating 67 h.p. at 955 r.p.m.; ball bearings. 
Suitable for direct- ** starting. 
Allen-West  oil-immersed starting contactor panels 
arranged for remote operation, each consisting of the 
following two contactor units to a a common 
busbar chamber for the incoming sup 
142-h.p. “* star delta ’’ contactor (Suitable for low- 
speed winding of above L.S.E. m 
360-h.p. ‘* direct-on ’’ contactor “Guitable for high- 
speed winding of above L.S.E. mo 
Allen-West oil-immersed starting panels 
arranged for remote operation, each consisting of two 
65-h.p._ ** direct-on contactors (suitable for the 
above B.T.H. motors) connected through two isolators 
to a common busbar chamber for the incoming 
supply. 
The above ag * is eg for a 400-volt, 3-phase, 
50-cycles supply the plant is available for 
immediate re-use and tie aie will be released shortly. 
The _— panels could be split into single units if 
require 

Enquiries for particulars or inspection of plant 
should be addressed to 
Hampton E. Blackiston, M.I. E., M.I.Mech.E. 

Chief Engineer and Manag 
County Borough of Swansea Elec. Dept., 
uildhall, Swansea. 

Tenders, enclosed in plain sealed envelopes bearing no 
name or mark indicating the sender, endorsed “* Tender 
for Motors, etc.,”” must be forwarded by registered post, 
so as to reach a" cae, not later than Wednesday, 
30th September, 1 

The Corporation n do not bind themselves to accept the 


highest or any te’ 
H. L. LANG-COATH, Town Clerk. 
2472 


Guildhall, Swansea. 
September, 1942. 


WATER TUBE BOILERS IN STOCK 


One 35,000 Ibs. evaporation, se Ibs. W.P. 

25,000 ., ” 
Two 12,000 ,, ” 500 ” ” 
One 12,000 ,, 160 » 
One 5,000 ” 100 
One 4,000 ,, 160 ,, 


We instal complete, paren brickwork. Economise omisers, 
Pumps, Piping Valves, Generating Sets and oe in 
k. Please send us your enquiries; we can give 
immediate delivery. 
BURFORD, TAYLOR & CO., LTD., 
Boiler Specialists, Middlesbrough. 


Telephone, Middlesbrough 2622. ‘i 


EXCEPTIONAL OFFER 


WO 200-h.p. Reavells, 450-r.p.m. Scotts Patent _high- 

speed Tandem Compound, 3 crank engines, 150 Ib. 

per square inch, complete with engine spares. Direct 

coupled to identical 120-kW D.C. Generators, 430 volt, 

250 amp., voltage regulation up to 520 volt. Both sets 

on combination bedplates. All complete with one spare 
armature. 


EXCEPTIONAL OFFER 


One 55-h.p. Bellis & Morcom Steam Engine, 600 r.p.m,, 
160 per square inch, 100° super heat. Coupled to 
Crompton Parkinson Alternator, re kVA, 400 volt, 3- 
phase, 50 cycles, and exciter. 

BRITISH CENTRAL ELECTRICAL CO., LTD., 


6 & 8, Rosebery Avenue, London, E.C.1. 


2491 
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MODERN SWITCHBOARD EQUIPMENT 
(As New, Very Cheap) 


ETER SWITCHES, CIRCUIT BREAKERS, AUTOS, 

etc., mounted on 14” polished enamel slate panels. 
METERS, 8”, switchboard type, Park — 1,000 amp., 
with current 60/100 amps., M.I., 45s.;° 
200 45s.; Crawley Auto. for 54 cells, 


CIRCUIT BREAKERS, 200 and 250 amp.. single pole 
overload trip, P.R., on slate panel, 13” x 12”, £4; nine 
D.P. 200-amp., P.R., £4 10s.; — of Ellison D. . 300- 
amp. breakers, on slate panel, 13” x 16”, £5 each; two 
fine Ferg. P., 1,000-amp. oil switches with over- 
£6 e: 

HES. "wo Battery Switches, 
cells, 100 amps.,.on slate panel, 3’ , £4 
the pair. KNIFE SWITCHES, 100 amp., 8 type 
— — porcelain handle fuse, on slate panel, 2 x 
1’ 6”, £2 2s. 64. FEEDER PANEL, I 6” x 3’ x -. 
fitted’ ‘D.P. knife switches and fuses, 200 amps., 
and one of 60 amps., £ 


NEW ROTARY CONVERTORS 
All with Filter, American. 


Watts. D.C AC. Cycles. Use. Price 
75 12 100 50 Radio £12 Os. 
110 110 110 50 Radio £14 10s. 
150 220 110 50 Radio £16 10s. 
OTHER D.C./A.C. ROTARIES 
4 kw 200 200 50 Crypto £15 Os. 
1 kW 220 230 50 Bergman £18 10s. 
14kW = 220 150 50 Bergman £20 Os. 
ENGINE SETS. 


500 WATT Pelapone Petrol-Electric, 50 pos 10 amps., 
single cyl., W.C., mag. ign. with tank and field reg., 
27 10s. Engines | coupling, h.p., Twin 
Douglas, £15. 14-h.p. ditto, £12. Vickers rotary com- 
pressor, 2 cub. ft., new, £5. 


LESLIE DIXON & CO., 
19, BROUGHTON STREET, LONDON, S.W.8. 


Adjoining our works at Battersea; 19, Broughton Street, 

Queenstown Road, S.W.8. No. 187 bus or 31 tram. 

Railway Station, Bae Road, Battersea; rom Waterloo. 
Telephone: MACaulay 2159. 

2483 


MOTOR GENERATOR SETS 


Bet to customers’ requirements of available new and 
used plant, many in stock at Wembley—inspection 
invited. Please send us your enquiries—we can help “you 
to save time. 
OVER A THOUSAND MACHINES ALWAYS IN 
STOCK. 


DYNAMO & MOTOR REPAIRS, LTD., 
Wembley Park, Middlesex. 
Telephone: Wembley 3121 (4 lines). 


Also at Phenix Works, Belgrave Terrace, Soho, 
Birmingham. 
Phone: Northern 0898. 
26 
400-VOLTS, 3-PHASE, 50-CYCLES SWITCHGEAR BY 
ENGLISH ELECTRIC CO. 


-Panel Ironclad Industrial Oil Immersed Switchboard, 
totally enclosed, comprising :— 


1 x 1,000-amp. Switch Cubicle. 

2 x  500-amp. Draw-out type, SXA on 
Stands 

1 x 20-amp. ” »  SXD on 
Stands 


“Complete with Busbars. 
ALSO 
x = Switch Cubicle, Draw-out type, SXA. 


MIDLAND COUNTIES ELECTRICAL 
ENGINEERING CO., LTD., 


GRICE STREET, WEST BROMWICH. re 


} 
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MODERN A.C. BALL-BEARING MOTORS FOR 
IMMEDIATE DISPOSAL 


All Wound for 400-volt, 3-phase, 50-cycles Supply 


1 50" .p., 580-r.p.m. ENGLISH ELECTRIC slip-ring 


Motor. 
Two duplicate 125-h.p., 730-r.p.m. ENGLISH ELECTRIC 
three-bearing type slip-ring Motors. 
100- 416-r.p.m. ENGLISH ELECTRIC slip-ring 


2 960-r.p.m. ENGLISH ELECTRIC slip-ring 
(All complete with starting gear.) 


HIGH TENSION SWITCHGEAR 
One 14-panel 6.6-kV METROPOLITAN-VICKERS high 
tension switchboard, 100-MVA rupturing capacity. Full 
details on request. 
Three B.T.H. 300-amp., 6.6-kV panel type Circuit Breakers 
only, 100-MVA rupturing capacity. 


ROTARY CONVERTORS 


Complete Rotary Convertor equipment consisting of two 
20-kW, 110-volt G.E.C. Convertors, complete with switch- 
boards and transformers suitable for 400-volt, 3-phase, 
50-cycles incoming supply. Special offer at low price. 


NEWMAN INDUSTRIES LIMITED, YATE, BRISTOL 
2487 
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GEORGE COHEN, SONS & CO., LTD. 


SUPPLIERS OF SECONDHAND 
GUARANTEED ELECTRICAL 
PLANT. 


SHOWROOMS AT: WOOD LANE, 
LONDON, W.12. 
Telephone: Shepherds Bush 2070. 


. STANNINGLEY, NEAR LEEDS. 


Telephone: Pudsey 2241. 2 


A.C. ELECTRIC MOTORS 
400 v., 3-pha., 50 cycles. 


200 h.p., 485 revs., S.R., Mather & Platt, 3 bearing — 
100 ,, 58 ,., ” rush Elec. Co., ” 
All complete with Ellison Starting Gear. 


GREENHALGH BROS., 


Burton's Field Mill, Atherton. Phone 117. om 


QUANTITY OF ELECTRIC CABLE 


.2, 4-core, Armoured. 
-5, 3-core, ” 
-6, 3-core, ” 


THOS. W. WARD 


Albion Works, Sheffield. 
2508 


A number of portable Alternating Lighting Sets, fully 
guaranteed, for quick delivery, 3-5 kVA, 230/1/50.— 
Gerber Power Units, Wembley, Middlesex. 2480 
.C. and D.C. House Service Meters, all sizes, quarterly 
and prepayment, reconditioned, guaranteed one year. 

airs and recalibrations.—The Victa Electrical Co., 47, 
Battersea High Street, S.W.11. Tel. Battersea 0780. 19 
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DYNAMIC BALANCING MACHINES 


PRODUCTION type, in four sizes, accommodating 
rotors weighing from a few ounces up to about 
5 ewt. Also portable dynamic balancing equipments for 
shop use or on site. 


GIESLER LTD., RIVER PLACE, ESSEX ROAD, 


LONDON, N.1. 
2489 


-C. and D.C. Motors, all sizes, large stocks, fully 
guaranteed.—Milo Engineering Works, Milo Road, 
East Dulwich, S.E.22 (Forest Hill 4422). 080 
ERIAL Cables, all sizes quoted for; good deliveries 
against Government contract numbers. —_—— 
Bros., 20, Blackfriars Road, London, S.E.1 
oLTERNATOR, 98 kW 33072807 300 volts, 1) 50, 
1,000 revs., with exciter for welding purposes.— 
Gerber Power Units, Wembley, Middlesex. 2481 
Po English Cables, all standard sizes 1/.044 up to 
27/.103, good deliveries against Government con- 
tract "Edwardes Bros., 20, Blackfriars 
London, S.E.1 817 
ABLES Float, 1936 Bedford Articulated, winch fitted, 
capacity 5 tons, £390 or near offer. Condition good. 
—Box 8159, c/o The Electrical Review. 
CSS and Conduit Fittings. For prompt delivery, 
phone—Piggott, Sydenham 5035 35 
ROMPTON Klosd Slip-ring Motor, 20 h.p., 720 r.p.m., 
400/440/3/50, complete with slide rails and oil- 
immersed starter, £137. All new and unused.—Winfield, 
30, High Street, Boston. 
ELCO Lighting Unit, 14 kW, 32 volts, combined 
engine, generator, prime petrol, paraffin, 16 Chloride 
batteries, 9 plate per cell, capacity 120 ampere hr. Reply 
—Box 8160, c/o The Electrical Review. 
YNAMO for Sale, 48 amps., 210/310 volts, 850 revs.— 
Sir Benjamin Dawson, Bart., Nun-Appleton. = 
157 
FLEXIBLE Cords and Cables of all sizes and types 
supplied from stock. State requirements.—Box 8171, 
c/o The Electrical Review. 
OR Sale, a Hick Hargreaves, Bailey Jackson K type 
Rotary Wheel Strainer, capable of handling 
1,500,000 gallons of circulating water per hour. Auto- 
matic self-cleaning and complete with 400-volt, 4-H.P. 
driving motor. Approximate weight, 12 tons. Can be 
inspected at Upper Boat, Pontypridd, Glam., and full 
details can be one from—Edmundsons Electricity 
Corporation, Ltd., 24730, Gillingham Street, London, 
§.W.1., reference PD/L/JCK. 2500 
Sale, one B.T.H. Variable Speed Lift Motor, 
1,000/70 r.p.m., 25 h.p., 400 volts, 50 am 50 
cycles, type G.H.T. Bros. (Belfast) 
aera Merchants, Eliza Street, Belfast. 
Sale, Parsons paraffin, direct coupled Set, 18 iw, 
v. D.C.—Fyfe, Wilson & Co., Ltd., 
Stortford. 2506 
a a 105-kW, Crompton Dynamo, 220 v. D.C., 
r.p.m., compound, three bearing machine; also 
80-H. 480 v. D.C., 360 r.p.m.—Fyfe, 
Co., Ltd., Bishop’s Stortford. 
OR Sale, 300-amp., 80/100-v., 1,000-r.p.m. 
Holmes, 4 pole, compound wound. Suitable for 
welding.~-Fyfe, Wilson & Co., Ltd., Bishop’s 


ENERATOR, 60 kilowatt, English Electric, direct 
coupled to 4-cylinder Ruston & Hornsby Diesel 
Engine, complete with air compressor and_receiver for 
cold starting. Slate panel switchgear, also D.C. Motors, 
200 for sale, ranging from 4 to 50 h.p., good ee 4 ae 
cheap.—Bladen — Ltd., Rossmore Road, N.W 
Telephone, PAD. 2490 
OHLER Sets, “redial, 110 v., 800, 2,000 w 
220 v., 1,500 w.; 124 kVA Set 2301/50: 
Diesel Sets, 3 to 900 kw; Oil Engines, 5 to 160 H.P.— 
Binns, 156a, Falsgrave Rd., Scarborough. 8167 
ARGE quantity 10-amp. D.P. ironclad D. & S. Fuses, 
extra cheap.—Edwardes Bros., 20, Blackfriars aos, 
London, S.E.1. 
ARGE quantity 16mm. and 11mm. solid and aa 
Are Lamp,Carbons, cheap.—Edwardes Bros., 20, 
Blackfriars Road, London, S.E.1. "8178 
EAD-covered and Armoured Cables, P.I. and V.I.R. 
various special lines at low _ —Edwardes Bros., 
20, Blackfriars Road,.London, S.E.1 8179 
OTOR Generator Sets and Convertors, all sizes and 
“! voltages from 4 kW up to 500 kW in stock.— 
Britannia Manufacturing Co., Lid., 22/26, Britannia Walk. 
City Road, London, N.1. Telephone, Clerkenwell 5512, 
5513 and 55r4. 28 
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AMEPLATES, Engraving, Diesinking, Stencils, Steel 
punches.—Stilwell & Sons, Ltd., 153, Far Gosford 
Street, Coventry 14 
EWMAN Industries; Ltd., Yate, Bristol, for electrical 
plant of all kinds. Newman Industries, Ltd., Yate, 
Bristol, for electrical plant of all kinds. Newman 
Industries, Ltd., Yate, Bristol. Tel. Chipping ee | 


111. 
VARSONS Oil Engine, 4 cylinder, 1 unit, petrol start- 
ing, paraffin, comprising single-phase ‘machine, 220. 
volts, 6 kVA, 50 cycles, exciter 110 volts, 4 amps. Main 
switchboard with regulator. Perfect order. Reply—Box 
8161, c/o The Electrical Review. 
HONE 98 Staines. 250-kW Browett Set, 220 volts 
D.C.; 60-kW Allen Crude Oil Set, 220 volts; 100-kW 
Browett Set, 110 volt D.C.; Weir er ete Vacuum 
Pump, 20” cylinder; Weir Feed Pump, 103” x 8” x 24”. 
—Harry H. Gardam & Co., Ltd., Staines. 30 
ORCELAIN Insulators and Spindles, also Cleats, 
—Edwardes Bros., 20, Blackfriars 
London, 8.E. 
Quantity, Brook Ventilated Type Squirrel Cae 
Motors, 3/50/550 volts, mostly 720 r.p.m., at low 
clear.—S. C. Bilsby, Crosswells Road, Langley. 
irmingham. 


Converter, 125 kW, ‘* L.D.M.,” 6,000" 
A.C./230 v. D.C., 1,000 revs., with Switchgear. — 
Greenhalgh Bros., Burton’s Field Mill, Atherton, M/ cr. aa 


OTARY Converters in stock, all sizes; enauiries 
-—Universal Electrical, 221, City Road, 
London, E.C.1. 16 
EARCHLIGHTS (sale or hire), Instrument and Resist- 
ance Wires, T.R.S., Lead and other Cables and 
Flexibles, surplus Lamp Bulbs, Carbon Rods, Ebonite, 
Fibre, Hightensite, Porcelain House-wiring and other Cleats, 
Reels and Knobs, Mirrors, Lenses, etc.—London — 
Firm, Croydon. 2492 
woe V.LR. Braided Flexible, heavy insulated, 
arry 24 amps., cheap.—Edwardes Bros., 20, Black- 

friars “Road, London, $.E.1. 8181 
PECIAL Offer, 37/.064 Twin C.T.S. Cable, 300-yard 
lengths; also quantity 7/.044 and_7/.064 single 

Bros., 20, Blackfriars Road, 


TAFF Time Checking and Job Costing Time Recorders 
(all makes) for quick cash sale. Exceptional con- 
dition. — 528, Smiths, 100, Fleet — 


T- -R.S. Cables and Flexibles supplied to M.O.S. require- 
ments.—Edwardes Bros., 20, Blackfriars Road. 
London, S.E.1. 8183 
HIPP & Bourne, double-pole, 440-volt, totally 
enclosed Industrial Pattern Air Break, loose handle 
magnetic blow-out, D.C. circuit breaker. Direct operating 
overload release on both poles, dashpot time lag fitted, 
overload calibration 400/800 amps., fitted with single 
pole open type bolted on pattern neutral ie 
link, as ae, not used. £52.—T. Beadle & Co., C: 
Street, Hull 
6% of ‘new V.LR. Cable, ,153/ -072, 50-ft. 
ing set 220/250 volt D. é 250 'W Motor Generating an 
6,600/3/50, output volt D.C.—Stew: 
n & Sons, Fort Road, Seaforth, Liverpool, 21. 30 
On HP.. 440 v. D.C., shunt wound, E.C.C., totally 
enclosed, pipe- -ventilated Motor, 780 revs.. slide 
-~ bare shaft. Splendid condition. £42 10s.—Beadle 
., Castle St., Hull. 2497 
150 3-H.P. A.C. Motors for sale, 200/250 volts, 50 
cycles, 2,850 r.p.m., spigot mounting.—Box 36, 
c/o The Electrical Review. 
300*” Dynamo, 460 volts, 375 revs., compound, like 
e new, for 3-wire operation. Bargain. —Box 2482, 
c/o The Electrical Review. 


= 


verters, e, etc. at low = C. Bilsby, 

seis. A.M.I.E.E., Crosswell Road, Langley, near 

Birmingham. Phone, Broadwell 1359. 21 

50070 Megger for sale.—Box 8082, c/o The Elec- 
Review. 


1 o0o0o0* Motor Generator Plant for sale, 

—Universal, 221, City Road ndon, E.C.1 29 

PREMISES FOR SALE AND 


TO LET 


ORKSHOP available, suitable for Electrical Engineer- 
N15 ing business. Write—C. P., 363, Seven Sisters Fa 
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ART ICLES WANTED 


ANTED: Good secondhand Electric Motors, 

Y Generators, Alternators, Switchgear, etc.; Steam 

Boilers; Steam and Oil Engines and Generating Sets: 

Air Compressors, Pumps, and every type of good second- 

hand Plant and Machinery. e guarantee that any 

machine we buy will be put to work in the nationa) 
interest as quickly as possible. 


GEORGE COHEN, SONS & CO., LTD., 
Wood Lane, London, W.12, 
and Stanningley, near Leeds. 


37 


Accumczator 1 Plates (old) and lead Peroxide; as 

actual smelters we pay top price. Also old ao 

batteries, transformers and whole installations purchased. 

oe ted & Co., Ltd., 18, St. Thomas Street, S.E.1. 
25, 


be Motor wanted, 10 H.P., 440/460 D.C.. 
00 r.p.m., series wound. Maker, J. & P. Hall, 
Oldham. Slightly damaged motor considered.—Box 8173. 

c/o The Electrical Review. 
AN'LED, Kotary ae any size.—Universal, 

. City Road. London, E.C.1. 
ANTED, two Electric or Petrol-driven Lister Auto. 
Trucks, or other good make.—Box 2495, c/o The 
Electrical Review. 

ANTED, Worm Reduction Gear, not less than 4 a. 
final speed 20 r.p.m. load 2 to 1 
H.P. Condition nt.—Fyfe, Wilson & Co., 
Ltd., peop Stortf 2507 
ANTED, -h.p. Repulsion Induction Motor, 


30 v., 50-c. motor, make, etc.— 
Universal, 221, City Road, ‘Toate. E.C.1 2478 
AGENCIES 


GENTS, well introduced Electrical, Wireless, Cycle 
Trade, Ironmongers’ Stores, required for sale of good 
sellers, torch-cases, bulbs, batteries. First-class references 
required. Commission and part expenses. Write—Box 
No. 7, c/o Dixons, 43, Great Marlborough St., W.1. 2452 
ANUFACTU. Agents, covering the whole of 
Great Britain and Colonies, are desirous of contact- 

‘ing with a view to sole selling rights 
commission or buying). post-war arrangements consid 
—Box 23, The Electrica] Review. 


MISCELLANEOUS 


AUTHORS required to write textbooks on Mathematics, 
Mechanics, Physics and all branches of Engineering 
Technology. Straight fee—no royalties. Write in strict 
confidence, stating qualifications and subjects to—Box 
2509, c/o The Electrical Review. 
Hire, 5-ton Bedford Articulated Cable Float, rates 
by agreement.—Box 8158, c/o The Electri:al Review 
ESLIE Dixon & Co.; and Electradix Radios. New 
address: 19, Broughton Street, Queenstown Road, 
$.W.8. Macaulay 2159. Nearest 
Queen’s Road. Battersea (S.R.). 18 
Grane Identity Passes that Embody the Photographs of 
employee, now being supplied to firms on Government - 
contracts. Utility Installations. Forgery Celluloid 
Encased; Inexpensive; any size staff; anywhere; distance 
no object. Write for and from— 
Miles & Kaye, Ltd., P: 9, Southampton 
Place, High Ffolborn, London. W.C.1. Est. over 50 
years. 2440 


PATENT NOTICES 


EE is desired to secure the full commercial development 
in the United Kingdom of British Patents Nos. 470150 
and 471649, which rete to Electrically Heated Vulcan- 
izers, either by way of the grant of licences or otherwise 
on terms acceptable to the patentees. Inter parties 

desiring copies of =. patent_ specifications = further 
particulars should apply to—Stevens, Langner, Parry: 

Rollinson, 5 to 9, Quality Court, London, Wi Cs 2. 2494 


. 


| 
} 
Mot Dyna 3 forme Yon. 


September 18, 1942 
WORK WANTED AND OFFERED 


ELECTRICAL REVIEW 


(Supplement) 65 
EDUCATIONAL NOTICES 


ESSENTIAL WORK 


LECTRICAL manufacturers seek essential work. 
Speciality, Cast Iron Fittings. Capacity for light 
assembly, drilling, tapping and stoving in all classes of 
work. Prompt attention and reliable delivery promises.— 
Box 8174, c/o The Electrical Review. 


AIRFIELD LIGHTING 


Ww. shall be pleased to quote for mechanical cable 
laying for Airfield lighting. 
G. DEW & CO. LTD., 
Public Works Contractors, OLDHAM. 


Tel. MAIN 5061/2. 
2499 


A®MATURE Winding a speciality.—Kingsland Electric 
Service, 111, Clarence Rd., E.5. AMH. 4166. 8169 
APACITY shortly available for manufacture of frame- 
works, chassis, sheet metal work, assembly and 
wiring of radio apparatus or similar electrical equipment. 
—Box 8165, c/o The Electrical Review. 
BLECTRICAL repair work wanted. Small armature 
and stator rewinds, ete.—Box 8137, c/o The Electri- 
cal Review. 
RACTIONAL H.P. Motor Repairs. Electric Tools, 
Vacuum Cleaners, Hair Dryers, etc., repaired, 
rewound and rebuilt by experts.—Walter Crane, Electrical 
Engineer, Greencoat House, Westgate, Wakefield. 8105 
RELAIRS to Stop-Watches, Chronographs, Comparator 
Gauges, Time-Measuring Instruments, etc. First-class 
workmanship only, under highest technical supervision.— 
Arthur Saunders & Co., Watchmakers (Tel. Hol. 0407), 
5, Southampton Row, London, W.C.1. 42 
EWINDING and Repairs. We specialise in rewind- 
ing, et¢., Electric Tools and small Motors. Prompt 
attention and’ guaranteed work.—Southern Ignition Co., 
Ltd., 190, Thornton Road, Croydon. Phone, THOrnton 
Heath 4276/7/8 2503 
GWITCHBOARDS, Instrument Cases, Boxes of all types. 
Highest quality productions and efficient service.— 
A. Colley & Co., 88, Haverstock Hill, N.W.3. 8106 
I['RANSFORMERS made up to 10 kVA. — Shrouded 
conduit entry, tank Or open types. Quick delivery.— 
Woden Transformer Co., Thornley St., Wolverhampton. 11 
ANTED. Armature winding up to approximately 
15 h.p.; also Coil winding, and all Electric Motor 
and Plant repairs and maintenance. Greater London area. 
—Box 8170, c/o The Electrical. Review. 
INDING work done for the trade. A.C. D.C. 
Production or repairs.—J. E. Kingshill, 363, 
ing Rd., Weston-super-Mare. 72. 


STESTOSCOPE — 


Makes 20 important tests, 100 to 750 
volts A.C. or D.C. Used everywhere by 
Power Companies, Electricians and Wire- 
men. From Wholesalers or direct. Please 
send for interesting leaflet 


RUNBAKEN:-MANCHESTER:/ 


LATEST A.M.1.E.E. RESULTS 


TP the recent Examinations held by the Institution of 
Electrical Engineers 416 Candidates sat who had 
taken B.I.E.T. courses. Of these 397 were successfu 1 in 
passing the examinations. » We believe this record of 397 
successes out of 416 entrants has never before been 
approached by any oral or correspondence tutorial 
organisation, and indicates the very —_ efficiency of the 
= system of Technical Training which we have laid 
own, 


The B.1.E.T. tutorial is waiting to assist 
you either with a short specialised course or complete 
training for a recognised examination. « 


We have available a large full-time staff of instructors, 
while the efficiency of our extensive organisation is a 
byword among engineers. 


WE GUARANTEE—“ NO PASS—NO FEE” 


May we send a copy of “* ENGINEERING bgt a 
TUNITIES "’? Containing a great deal of useful advi 
and detailed information on over 200 Home-Study Courses 
and examinations, this handbook is of very real value to 
the ambitious engineer. For full details of Electri 
Courses send 24d. stamp - _ enlightening handbook 
and subsequent matter (post fr ee). 


BRITISH INSTITUTE OF ENGINEERING 
TECHNOLOGY 


Established 1927—over 140,000 students, 


12, Shakespeare House, 17, 18 & 19, Stratford Place, 
8108 


Oxford Street, London, w. 1. 


ELECTRIC 
*TRUCKS 


 *TRACTORS 
* LOCOMOTIVES 


conserve man-power 


WINGROVE & ROGERS 

LIMITED 
12 DARTMOUTH STREET, LONDON, S.W.! 
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Frames and Cases for Electrical Equipment 


FEEDER PILLARS, 
CUBICLE AND 

TELEPHONE BOXES, 
BUSBAR CHAMBERS, 
CONNECTION BOXES, 
INSTRUMENT PANELS 


AIR DUG 


GREAT WEST ROAD, BRENTFORD. 


LTD. 
Telephone : Ealing 1431. Telegraphic Address : Airdux, Brentford 


PUMPS FOR : 
CREOSOTE PITCH Gt 
AS SUPPLIED TO 
PETROLEUM 
Pumps for 
BOARD Petrol, Water, 


oF Tar, Fuel Oil, etc. 
re) Suction lifts 25ft, 
without priming. 

? Variable stroke and Auto- 


matically Reversible pumps. 


ROTOPLUNGE PUMP Co. Ltd. 
58 Victoria Street, S.W.|I 
Phone: VIC 4395 Grams : Retoplung 


BAKELITE —— 


MOULDINGS 


——— ERINOID 


TURNINGS 


TOANY 
SPECIFICATION 


FREDERICK W. EVANS LTD. 


PLASTIC WORKS 


LONG ACRE, BIRMINGHAM 7 


TELEPHONE : EAST 1344 


mall Instrument Components 


_STERNAW 


94, LICHFIELD COURT, 
RICHMOND, SURREY.—Richmend 0222 


(GENUINE AMERICAN) \ 


SHEETS, RODS, TUBES, BUSHES, 
DISCS, WASHERS 
Send your Enquiries for above to 


AUSTIN HAYES 


Woodside Works, Highgate, London, N. 
** Austayes, Crouchway, London.” 
Telephone: Tudor 1009 
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TRANSFORMERS 


AIR-COOLED 
. AND 


OIL IMMERSED 

0-50 kVA 
Special units' designed and 
built for any 


SWITCHBOARDS & | 
GENERAL POWER 
EQUIPMENT 
MANUFACTURED & 
SUPPLIED 


THE NELSON ENGINEERING co. LTD. 


NETHERFIELD WORKS, NELSON, LANCS 
PHONE 1545-6 


cuivity 
ndu by 


OIL FILTER 


With Wells’ Waste-Oil Filter you 
can use your oil several times 
over and change it more often. 

“4 A thoroughly reliable supply of 
oil is assured with the use of 
Wells’ Special Filter Pads which 
work in conjunction with Wells’ 
Patent Syphon Feed. 


RD. JOHNSON CLAPHAM x MORRIS LTD. 


JACEM HOUSE, TRAFFORD PARK, MANCHESTER, 17 


PROVIDENCE MILL, ALEXANDRA ST, HYDE, CHESHIRE. 


Tel.: Hounslow, 3784 WYSE GRAMS: ‘ UNBREAKABLE! HYDE 


Emergency London Address: 77, Jersey Road, Hounslow 
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4 


ELECTRIC 


TYPE Ate. 
PATENTED 
ELECTRIC PUMP 


Is one of a range 
particularly useful 


ee where light and 
M.S.M. are specialist manu- efficient duty Is required. It has a capacity of 250 G.P.H. 

nae to a head of 80 feet and is fitted with Totally enclosed 

facturers of tilting type mercury Self-oiling Mechanism with BALL BEARINGS throughout. 


Other specs features include Non-corrodible GUN-! 

PUMP BODY, STAINLESS PISTON BOD apd also 

AUTOMATIC GLAND ADJUSTMENT which reduces friction 

toaminimum. Write for fully illustrated lists, prices and 

aoe discounts of the comprehensive range of Godwin 
lectric Pumps and Water Svstems 


H.J. GODWIN LTD. 


QUENINGTON GL 


switches suitable for instrument 
work, domestic and industrial ap- 
paratus and power control gear. 


THE MERCURY SWITCH MANUFACTURING 
WEST DRAYTON, LTD. MIDDLESEX 


Petrol Electric Generating 
Plants, H.T. Generators, 
Motors, Frequency Changers, 
etc., up to 25 K.V.A. 


F, C, HEAYBERD & CO, LTD RUSSELL SQUARE, Phone: Amherst 1393. HACKNEY WICK, E.9 


TELEPHONE : MUSEUM 5170 


MICAM TE, 


Christchurch, Hants. 
Telep: Christchurch, 


i A goth 
Processed Parts Bargates. Sheet ‘and 
o CONDENSERS, ETCo o Ofall kinds. o 
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AS USED 
IN WELL-KNOWN 
COLLIERIES 


MOBILE SUBSTATION 


YORKSHIRE ELECTRIC TRANSFORMER CO. LTD., DEWSBURY 


ry. 


BROTHERS LIMITED 
ROTTON PARK STREET, BIRMINGHAM 16 


The Makers of “ Tank” Brand Non-Ferrous Metal Alloys, including :— 
Extruded Brass and Bronze Rods and Sections, Brass and Bronze Stampings, 
Gun Metal and Phosphor Bronze Ingots, Chill Cast Gunmetal and Phosphor 
Bronze Bars and Terne Metal and Cupro Nickel Ingots and Granules, 
regret their inability to satisfy all the requirements of clients for their products 
for the time being. a ; 


However, the complete satisfaction of clients, old and new, is their chief concern, and 
when Peace returns to the World again, they will strive to satisfy all, and prove to new 
friends that their products are second to none. They are grateful for the understanding 
and forbearance already shown to them in these difficult times. 


2 

4% “BUILT TO BSS. No. 335/1939 
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(British Patent 539998) 


RUBBER SLEEVES 
CABLE MARKERS 
From 3,” to 14” bore, in 10 different 
colours 
For urgent orders up to 200,000 cable markers 
printed to your own specification in 24 hours 
APPROVED BY A.I.D. 


E. SIEGRIST 3°,8ERNERS STREET 


LONDON - - W.I 
Phone : Museum 0032 
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CONSISTENT 
ACCURACY OF 


CONDUITS 


TUBE COMPANY LIMITED 
LUDGATE HILL BIRMINGHAM 
PHONE CEN 7/67 GRAMS FLASK" 8/RMINGHAM 
Sales Depots: London - Leeds - 5 York Place 
88 Goswell Road, E.C.1 Swansea- 1! Grove Place 
Newcastle-on-Tyne - St. Glasgow- 137a, St. Vincent 
John Street. Street. 


Ni 


be 
re 


Note the tongue which 

ensures perfect and 

permanent contact. — 

to fix. ,Nuts can 

‘turn. All sizes from ‘half to two inches 


THE DONOVAN ELECTRICALCO.LTD. 
BIRMINGHAM 9 
Electrical Manufacturers and Stockholders 


A POWERFUL, ROBUST, 
SUSTAINING WINCH 


Also used 
for Blinds, Aero- 
plane Hangars, Electric 
Lighting Fittings in Halls, 
Hotels, etc, Dampers, Curtains, 
Jaundries, Steamer Lids, Hospitals 

Signs, Street Lighting, A.R.P., Clothes 
Racks, Railway Station Lighting, Hoses, ete 


Phone: Uplands34871/2 
IonpoNn E1ecsric Firm. GoYDON. 


RATCHETS, PAWLS, SPRINGS 
OR GEAR WHEELS 


@ Prices and 
Specifications 
on application. 


ARCHD. LOW ELECS. LTD. 
Newarthill, Motherwell, Scotland 


—! 


OIL HEATING 


We have developed a new range of Electric 
Oil Heaters for use with Creosote “B’’ and 
Creosote/pitch C.P.’’ mixture. 


: 
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MIDGET TILTING TYPE RELAY Standard 
Type 6 amps. Switching capacity, 2 VA coil con- 
sumption. Special Type upto30 amps. Contacts up 
to 3 single-pole or 2 change-over mercury switches. 


Relays for all Purposes from 


ELECTRO METHODS Ltd. 


112 Brent St., London, N.W.4 Hendon 7441 
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Insist on Safety- USE 


MULTTCORE 


THE SOLDER WIRE WITH 3 CORES 
OF NON-CORROSIVE FLUX 


Manufacturers cannot 
afford to jeopardise their 
reputations by using 
solders which are cheap, 
because that initial 

‘*cheapness,’’ as often as 
not, costs more than it 
saves. 


ERSIN MULTICORE—the 
A.I.D. approved Solder 
Wire with three cores of 
non-corrosive Ersin Flux 
—with the correct 
and rapid soldering 
technique, safe- 
guards you against 
H.R. or dry joints 
and—what is equally 
important — speeds 
up production. 


Works engaged upon 
Government con- 
tracts are invited to 
write ‘for free 
samples. 


MULTICORE SOLDERS LIMITED, BUSH HOUSE, W.C.2.’PhoneTemp.Bar 5583/4 


Supplied in a large variety of 
standard designs including :— 


SWITCH HANDLES 
TERMINAL BLOCKS 
BUSHES - ETC. 


Moulds made in own Works, en- 
suring personal supervision of all 
work entrusted to us. 


Standard Lines on application. 
Enquiries invited for Customers’ 
own designs or patterns. Extensive 
and Modern Factory. 


LITHOLITE INSULATORS 


& ST ALBANS MOULDINGS 
LIMITED 


SANDOWN ROAD. WATFORD. 
TELEPHONE: WATFORD 4494 


HERTS. 


An 
in Tight Corners | 


ONE-PIECE PORCELAIN 
CONNECTORS 


No Loose Metal 
Parts or Screws 


PERMANENT 


Sold under the names SCRUIT, TENBY, “G’’ SCRUIT. 

Made by V.G. Manufacturing Co., Ltd.. om Road, 
Park Royal, London, N.W.1 

Distributors: S. O. Bowker, Ltd., eh Row, 

Birmingham, and ‘GEE (Birmingham), Ltd., 

249 Icknield Street, Birmingham. 
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: supply owing to war conditions are advertised in this = 
: Index to Advertiser Ss Journal should not be taken as an indication that : 
: they are necessarily available for export : 
PAGE PAGE 
Agro Electrical Co. 59 | Donovan Electrical Co. Ltd... 70 
ped 66 | Drake & Gorham Wholesale 8 
Association of Steel Manufacturers........ 24 | nods Ltd..: 
Baker Platinum Ltd................eeeeeeeeeeeee 41 | Enfield Rolling Mills is. 
Barries Electrical Agencies. -- 74 | English Electric Co. Ltd.. 
B.E.N. Patents Ltd. ...... .. 74 | Ensign Lamps Ltd......... ne 
93 | Fowler, John; & Go. (Leeds) Lid 
Black & Decker Ltd.. Sl | General Blectric Co. Ltd... 
British Thomson-Houston Co. Lid. | Heayberd, F.C. & Go. 68 
Bruce Peebles & Co. Ltd.. Zz | as 
Brush Electrical Engineering Co. Ltd............. 31 | Igranic Electric Co. 
Cover ili | Johnson & Phillips Lid... 29 
Cambridge Instrument Co. Ltd................006 38 | Johnson, Richard, Clapham & Morris Ltd....... 67 
amberlain & Hookham Ltd... Lancashire Dynamo & Crypto 23 
Clarke, H., & Co. Ltd........ Laurence, Scott & Electromotors Ltd............. 40 
Concordia Electric Wire Co. Ltd...... Litholite Insulators & St. Albans Mouldings Ltd... 71 
De La Rue, Thomas, & Co. 7 (Continued on page 74) 


Built 
to 
Approved 
Design 


MOTOR AND 
ELECTRIC 
VEHICLES 


SUPPLIED 

THROUGH- 

OUT THE 
WORLD 


DESIGNERS 
AND MAKERS 
FOR 50 YEARS 


J. H. HEATHMAN LT. 
PARSON’S GREEN, LONDON, S.W.6 
Phone: Renown 1071 
Grams: “ Heathman, Fulham, London 


INSULATING 
COMPOUNDS 


FOR ALL 


Electrical Purposes 


ARE THE PRODUCTS OF 
25 YEARS’ 
EXPERIENCE AND RESEARCH 


PROMPT 


Enquiries to: 


BLACKALL BROS. & BERRYS LTD. 


STRATFORD MARKET, LONDON, E.15 


Tower WAGONS 
; 
| 
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Another application of the Elliott 
Transmission System (Shotter Patents) 


The ELLIOTT 


PRESSURE TRANSMITTER 


FOR THE REMOTE INDICATION . . . AND 
RECORDING OF PRESSURE OR DRAUGHT 


This application of the Elliott Transmission 
System is particularly suitable for measuring 
low pressure or draught, and the type of gauge 
employed, combines the advantages of. 
high sensitivity, rapid action, absence of 
liquids and mechanical simplicity . 

No gearing is employed and the operating 
mechanism is entirely free from backlash. 


RANGES : Maximum—0-150 ins. W.G. 
Minimum—0-| 


Write for Leaflet T.17 


ELLIOTT BROTHERS (London) LTD. 


CENTURY WORKS, LEWISHAM, S.E.13 


Vy 


STRONG & 


Hardwearing 
Wire Conveyor 
JS Belts for Annealing 


Lin 


Write for and 
Details and 


Semple Hardening Furnaces 
Sorting, Quenching, Handling, Elevating, etc. 


The BRITISH WEDGE WIRE Cl: 


WARRINGTON ‘ENGLAND 


Telephone. WARRINGTON 663 Telegrams. CUNEIFORM WARRINGTON 
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Index to 
(Continued from page 72) 


PAGE. 
London Electric Wire Co. and Smiths Ltd. ........ 22 
Medway Corrugated Paper Co. Ltd. .............. 21 
Mercury Switch Mfg. Co. Ltd................000e 68 
Metallic Seamless Tube Co. Ltd... 70 
Metropolitan-Vickers Electrical Co. Ltd....... 35 & 49 
Midland Electric Mfg. Co. 27 
Nelson Engineering Co. Ltd.... 67 
Normand Hlectrical'Co: Cover ii 
Pirelli-General Cable Works Ltd.............0000+ 42 
Pritchett & Gold & E.P.S. Co. Ltd... ..........000- 58 
Revo Electric Co. Ltd.. 25 
Reyrolle, A., & Co. Ltd 6 
Ross Courtney & Co. Lt il 
Rotoplunge Pump Co. Lt 66 
Rowlands Electrical Accessories Ltd.. 
Runbaken Electrical 65 
Sankey, Joseph, & Sons Ltd........... 44 
70 
Siemens Electric Lamps & Supplies Ltd............ 8 
Sperryn & 59 
St. Helens Cable & Rubber Co. Ltd..........5...-. 36 
Sternaw Co. 66 
Terry, & Fons Ltd... 32 
Thorn Electrical Industries Ltd. 14 


Tonks, H., Ltd.. 
Tungstalite Ltd.. 


Ward & Goldstone Ltd. 59 
Ward, Chas. 68 
Wells, A. C., & Co. Ltd........... 67 
Westinghouse Brake & Signal Co. Ltd. 17 
Westminster Engineering Co. Ltd. .... 1 
Wingrove & Rogers Ltd....... . 65 
Wright, Bindley & Gell Ltd........c.cs.ccccceces 56 
Yorkshire Electric Transformer Co. Ltd..........- 69 
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ELECTRICIANS 


THE PERFECT 
CABLE CLIP 
FOR 
EVERY CABLE 
IN ANY 
COMBINATION 


write For p, 
‘AMPHLET 
No. PN.1/4) 


The 

MICANITE & INSULATO 
COMPANY LIMITED 
WALTHAMSTOW LONDON, E.17 


Telephone: (Pte. Br. Exch) 


B:E- N PATENTS LTD, HIGH WYCOMBE 


BI8 
ENAMELLED IRON SHADES 


BY. Five sizes from 9” x 3” to 15” x 5” (Blue). 
A.R.P. or BANK SHADE DISPERSIVE SHADES 
BI6. Size 63” x 5)” BI7T& 

(Green). and 7}” a, 


Send for List No. 201241/E. iy 
BARRI ES ELECTRICAL 
A AGENCIES 
Goldstone Crescent, HOVE 4 
Phone : Preston (Brighton) 4388 
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BIRKBYS 


FOR EVERYTHING 
ELECTRICAL 
AND 1,001 
OTHER USES 


LTD, 


POWDERS 
PRODUCTS OF 
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IGRANIC MAGNETIC BRAKES 


Igranic Type Brakes 
are for D.C. Service and embody 
a direct action mechanism 
eliminating all toggles. 


Outstanding features : 


Short Shoe Stroke 
Simple Rugged Steel 
Construction 
Compact Design 


Other lIgranic Magnetic 
devices include :— 


Lifting magnets, Separators, 
Clutches, Solenoids, etc. 


IGRANIC ELECTRIC CO. LTD. Write for giving 


details of our Magnetic 


DENNIS SWITCHGEAR 


Ironclad Industrial and Cubicle 

Switchboards, Substation Equipment 

and Feeder Pillars, Switches, Switch- 

fuses, Distribution Boards, Re-wirable 
and H.R.C. Cartridge Fuses 


G.P. DENNIS Ltp. 


ST. MICHAEL’S STREET, CHESTER 


London Office : 66 Victoria Street, London, S.W.|1 
Telephone : Victoria 6565/6 


CUT EXACT, GAUGED if RELAY LQA 
SPLITTINGS. . approved 


SLEEVING 


Unrivalled Quality. Deliveries from Stock iS ¥ & Ask for Leaflet 


L. VANDERVELDE, Minories, - SPN/ER 
LONDON, E.¢.3 LTD 


Grams: Phone: 
“ Splittings, Ald. London.” Royal 1088 MANUFACTURERS OF RELAYS 
207 ANERLEY ROAD: LONDON 'S-E-20 


Printed in Great Britain at THE CHAPEL RIVER PRESS, Andover, Hants, and published by ELECTRICAL REVIEW, 
LIMITED, at Dorset House, Stamford Street, London, 8.E.1. 


. 
: 
TIONS 
| BLLISON INSULT MINGHAM 
: 
; RAW SLAB, LOND EX for RELAYS . 
KNIFE TRIMMED 
PHONE ‘ 


100% BRITISH — A SAFE GUARANTEE of QUALITY 


ARMORDUCT CABLE CO. LTD. 


256 WESTMINSTER BRIDGE ROAD, S.E.! Phone : WATerloo 6056/7 
end ot BIRMINGHAM > LEEDS BRISTOL & LONG EATON 


In these days of tremendous war 
effort where high quality in materials 
is of paramount importance 
Sistoflex’’ remains unsurpassed 


LIMITED 


19 NEW BRIDGE ST., LONDON, E.C.4. Telephone : CENTRAL 4211 


WAN? \BRANIL 


BRITISH MADE 


Restricted... always 
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Where big production is 
going om.... 


These are days of bold conception in works or factory design and 
layout — huge bays for starting and finishing a complete process 
replacing the separated departmental system of yesterday. Larger 
areas have to be lighted so that every detail of the work is plainly 


visible. 
It is in just these situations that OSIRA High Pressure Mercury 
SEC Vapour Electric Discharge Lamps have proved most valuable. Apart 
° @ from many other advantages they give nearly three times as much 
PRODUCT light as tungsten filament lamps using the same amount of current. 


For A.C. Circuits only 


Advt. of The General Electric Co. Ltd., Magnet House, Kingsway, London, “W.C.2 
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